Brief comment text:

“Thousands of unpaid volunteer man hours are spent training for disaster communications each year. The 60 meter band has proven itself time and again, as a workhorse for emergency communications. The privileges we have now on the 60 m band are an absolute necessity for interoperability between agencies and supporting amateur radio emergency communications groups. 

Due to noise and propagation, the reduction of power from 100 watt pep to 9.15 watt pep, will render the amateur radio disaster and emergency support groups useless. I urge you to reconsider your proposed privilege reduction, and leave it as is, or preferably, expand upon what is already in place.”
